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Office of the Inspector General 

Selected Material far Office of Medical 
Services Familiarization 


dm; 

Be our discussion yesterday. 

Attached are the following selected documents pertaining to the 
Office of Medical Service# -which should provide same fsMlinrization 
with Office of Medical Service# activities; 

v (1) OHS Manual 

N (2) QMS Program Plan# and Estimates, FY 1969-1973 

(3) QMS Office Estimate#, FY X$6$ 

(4) last Report of Audit and repeat of actions on audit 

(5) Samples of minutes of C?«S Career Service Board 

Meetings 

(6) CMS Briefing B 00 K 

FX#*#a call ae if these require any interpretation or if you would 
like any other material. 
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Executive Officer 
Office of Medical Service# 
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